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Microbiology Report 

CLIENT: New England Compounding Center 

697 Waverly Street 
Framingham, MA 01702 


ARL #: 188337-01 

LOT #: 0925201 2@94 

DESCRIPTION: Potassium Chloride Sterile Solution Concentrate, USP 2mEq/ ml (500 mEq) 

DATE RECEIVED: 09/27/2012 
STORAGE: 20°C to 25°C (68°F to 77°F) 

CONTAINER: One 3 mL syringe 


ANALYSIS 

Limits 

Results 

Test 

Method 

Date 

Tested 

Sterility 

Sterile / Not Sterile 

Not Sterile 

USP 71 

09/27/2012 


^ ft, 10/18/2012 

Ben Wronowski - Microbiologist Date Reported 

Sterility -14 day sterility report. In accordance with the USP guidelines, the sample was incubated for 14 days. 

Fungal - 14 day fungal report. In accordance with the USP guidelines, the sample was incubated for 14 days 

Results reported above relate only to the sample that was tested. 
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